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PAKISTAN Tf.ST 175 


The followins ei(arctto brands fro« Pakistan were received it R 5 D and 
lubBitted for analyses on Deceiber 5, 1975. These eifiarettes vcrc of 
SeptcBber, 1975 production. 

K-Z Regular lO’i (Slide S Shell) - Mardan Ind. - Snkhakot 
Marcovitch Red ( KTritc I®'* (Slide 5 Shell) - 

PrcBier Tob. Ind. ltd. - karaclii 

The K-2 Regular 10'S cigarettes (Sakhakot) 

average in the following characteristics: t3r_,__IPlU.-£ija iClie .,lenytli_,_jci rcunter cnee, 

paper porosi ty*, lQtal_ aRaloi ds_,_ JOtal rcducint. sugars, tobacco^srerEht and Vdd -- 

density. ■ ”” 

The Mir.coyitch-Efid t Khite Regular lO's cigarettes (Karachi) wane different 
from the previous average in tar, TPM, nicotine and total reducing sugars. 


K-2 Regular lO's 
(Slide 5 Shell) Maidun Ind. 
_ Sakhakot_ 


Marcovitch Red 5 hhltc 
lO's Regular 
(Slide 5 Shell) Prenier 
Tob. Co. - Karachi 



Current 

Prev. 

Avg. 

Current 

Prev. 

Snoke 

*utt Length, bm 

23 

23 

23 

23 

FTC Tar, ng/cigt. 

TPM, mg/clgt. 

27.0 

30,4' 

27.3 

30.1' 

32.1 

■ '35.4' 

31.3 

34.5' 

Nicotine, ng/cigt. 

2.06 

1.99' 

1.48 

1.25' 

Water, ng/cigl. 

3.0 

3.0 

2.5 

3,1 

Puffs/cigt. 

10.J 

10.7 

9.7 

9.9 

Cifiarelte 

Total RTD, in* of 

2.9 

5. 2 

3,2 

2.8 

an of H 2 O 

71 

81 

81 

71 

Static Burn. Tine, Eiin. 

12.0 

11.8 

- 10.4 

10.3 

Length* nm 

6S.6 

69. 1 

69.7 

69.0 

Circumference, nm 

24.3 

24.0' 

24.7 

24.7' 

Diat*eicr, nn 

7.7 

7,8 

7.9 

7.9 


Porosity, see. 

50 

02' 

40 

39 

Filler 

Total alkaloids, t 

2.01 

1. BO' 

1.38 

1.28' 

Total [educing sugars, 1 

5.6 

8.3 

9.4 

13.2 

Wt. of tob,, 1,000 cigts., g 

966 

1066 

1D40 

1000 

1,000 cigts., lbs. 

2.1268 

2.3457 

2.2896 

2.2146 

Rod Density, g/cc 

0. 300 

0.323 

0.307 

0.300' 

'C.V., cc/lO c 

35 

34 

35 

35 

C.V., cc/lO g (Corrected 

to 12t O.V.l 

33 

32 

33 

32 

'Oven Volatiles, V 

11.1 

11.3 

11.2 

11.0 

'Equilibrated at 7S*F and 001 R. 
'Results of Test ^67, dated May 

11. for 48 

6, 19 75 , i 

lirs, 

where a change was noted* 


'Results of Test *70, dated July 

29, 1975 

, where a change 

was noted* 
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